THE  NATIONAL  SHRINE  OF  THE 
IMMACULATE  CONCEPTION 

This  beautiful  altar  of  Botticino  marble  is  located  in 
the  crypt  area  of  the  Shrine  adjoining  the  Chapel- 
Tomb  of  tho  founder  of  The  National  Shrine.  Directly 
behind  the  altar  may  be  seen  a  delicately  carved 
figure  finished  in  gold  of  St.  Pius  X,  together  with 
the  motto  of  his  pontificate  .  .  .  "To  Restore  All 
Things  In  Christ." 
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